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To  the  Chairman  and  Members  of  the 

3urnham-on-Crouch  Urban  District  Council. 

Mr.  Chairman,  Madam  and  Gentlemen, 

I present  for  your  information  the  /mnual  Report  on  the  health  of 
Burnham-on-Crouch  for  the  year  197^?. 

It  is  again  satisfactory  to  be  able  to  put  it  on  record  that  the 
statistics  show  the  state  of  Baealth  in  the  district  to  be  good.  In  contrast 

to  last  year  only  a single  case  of  measles  was  notified  and  as  there  were  no 

other  infectious  diseases  the  usual  table  is  omitted. 

The  Registrar  General's  estimate  of  the  mid-year  population  v;as  120 
more  than  at  the  sane  time  in  1971,  a percentage  increase  of  2.6.  The  natural 
increase  was  only  14,  accounted  for  by  the  total  live  births,  and  deaths  figures 

of  73  and  59  respectively.  Both  the  crude  and  adjusted  rates  for  births  and 

deaths  fell  compared  to  the  previous  year,  though  the  birth  rate  vms  still 
higher  and  the  death  rate  lov/er  than  the  national  figures.  No  deaths  of  infants 
occurred,  nor  did  any  v/oman  die  as  a result  of  pregnancy,  childbirth  or  abortion 
during  the  year. 

From  the  table  of  causes  of  death  it  can  be  seen  that  59^  of  the  total 
deaths  were  caused  by  diseases  of  the  heart  and  circulation,  including  strokes. 
In  contrast  only  14^  of  deaths  v/ere  due  to  cancers,  but  over  one  third  of  these 
involved  the  lung  or  bronchus.  Only  one  death,  the  result  of  a motor  accident, 
occurred  below  the  age  of  45  and  54^  of  the  total  deaths  were  persons  aged  75 
or  over. 


As  a result  of  the  reorganisation  of  local  government  and  the 
integration  of  the  National  Health  Service,  both  of  which  take  place  in  1974, 
this  is  the  last  /knnual  Report  I will  present  to  you  as  your  Medical  Officer 
of  Health. 

For  3urnham-on-Crouch  Urban  District  Council  the  1st  April  1974  is 
alioost  a retrograde  step,  because  the  district  was  a civil  parish  first  in  Maldon 
Sanitarj-  District  from  1872  and  then  in  the  renamed  Maldon  Rural  District  from 
1894.  It  was,  in  fact,  on  1st  April  'i398  that  the  Urban  District  came  into 
being  and  its  total  life  will  have  been  exactly  76  years  when  it  is  reunited 
v/ith  Maldon  Rural  District  and  :Ialdon  Borough  to  form  the  new  Maldon  District. 

For  Medical  Officers  of  Health  the  same  date  sees  the  disappearance 
of  the  title  and  (hopefully)  the  absorption  of  the  holders  into  the  National 
Health  Service  as  Specialists  in  Community  Medicine.  One  or  more  of  the  latter 
will  advise  the  new  District  Council  on  certain  aspects  of  environmental 
health  and  any  other  medical  matters  on  which  their  advice  is  sought  or 
required. 
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I an  grateful  to  the  Council  for  the  consideration  they  have 
shown  me  since  I assumed  office  in  1968.  I hope  the  Urban  District,  in 
its  new  guise  as  a Successor  Parish  Council  and  as  part  of  the  new 
Maldon  District  Coxxncil,  will  go  forward  from  strength  to  strength. 

I must  express  my  gratitude  to  the  Chief  'Public  Health 
Inspector  and  his  staff  and  to  the  other  Officers  of  the  Council  for 
their  willing  help  and  co-operation,  and  to  ny  personal  secretary  for 
her  assistance  with  this  report. 

I an,  Llr.  Chairman,  Madam  and  Gentlemen, 

Yours  faithfully, 

3.V.  MSS/uT,  M.B.,  B.Ch.  , B.A.O.,  M.F.C.H.,  D.P. 


Medical  Officer  of  Health. 


(Figures  in  brackets  refer  to  1971 ) 


General  Data 


Area  (acres) 

5,525 

(5,525) 

No.  of  dwellings 

1,911 

(1,794) 

No.  of  dwellings  per  acre 

(average) 

0.345 

(0.324) 

No.  of  persons  per  house 

(average) 

2.48 

(2.58 

Rateable  Value 

£185,144 

(£174,712) 

Product  of  a penny  rate 

£1,846 

(£1,784) 

Rate  in  the  pound 

73  p. 

( 75  p.) 

Population 

Resident  population  (Registrar 

General's  nid  year  estinate) 

4,750 

(4,630) 

Increase  over  previous  year 

120 

( -10) 

Percentage  increase 

2.59 

( 0,2) 

Natural  increase  (excess  of 
births  ever  deaths) 

14 

( 0) 

Increase  due  to  irjjnigration 

106 

( -10) 
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BIRTIIS 


M. 


F. 


Total 


Legitimate 

34 

(33) 

36 

(33) 

70  (66) 

Illegitimate 

- 

Jmi 

3 

imi 

3 ( 2) 

Total 

34 

(34) 

39 

l3!il 

73  (68) 

Crude  birth  rate 

per 

1,000  population 

15.4  (14.7) 

Adjusted  birth  rate 

U 

11 

1? 

15.9  (18.4) 

Birth  rate-England  Ci  V/ales 

Ratio  of  adjusted  birth  rate  to  national  rate 
Illegitimate  live  births  - ^ of  total  live  births 

(b)  Stillbirths 

Legitimate  - (l)  - (l) 

Illegitimate  - (-)  - (-) 

Total  (1)  (l) 

Stillborth  rate  per  1,000  total  births 

" " " " England  and  Y/ales 

(c)  Total  Births  (Liver  and  Still  M.  F. 

Legitimate  34  (34)  36  (34) 

Illegitimate  - ( l)  3 ( l) 

34  (35)  39  (55) 


14.8  (16. 0) 

1.07  ( 1.15) 
4 ( 3 ) 


- (29) 
12  (12) 
Total 


70 

(68) 

3 

( 2) 

73 

(70) 

Total 
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DEATHS 


(a)  All  Ages 


M., 

33  (32) 


Total 


Crude  death  rate  per  1,000  population 
Adjusted  death  rate  " ” " 

England  and  Wales  ” *’  " 

Ratio  of  adjusted  death  rate  to  National  Rate 

(b)  Deaths  of  Infants 

(l)  Under  one  year  of  age  (infant  Deaths) 

Legitimate  - ( 

Illegitimate  - ( 


Total  - ( 1) 

Infant  mortality  per  1,000  live  births 

ti  II  II  II  II  II 

England  and  Wales 

(2)  Under  four  weeks  of  age  (Neonatal  deaths) 

Legitimate  - ( l) 

Illegitimate  - ( -) 


Total  - ( 1) 

Neonatal  mortality  rate  per 
1,000  live  births 

" " " England  and  Wales 

(3)  Under  one  week  of  age  (Early  neonatal  deaths) 


Legitimate 

Illegitimate 

Total 


- ( 
- ( 


i_ii 


: cltti 


pel' 


59 

12.4 

9.9 

12.1 

0.82 


17 


12 


Early  neonatal  nortfil '■‘•r 
1,000  births 

” " " England  and  Wales 

(4)  Perinatal  Mortality  (Stillbirths  and  deaths 
under  one  week  of  age  combined) 

Perinatal  mortality  rate  per 
1,000  live  and  stillbirths 
" " " " England  and  V/ales 

(c)  Maternal  Mortality  (Deaths  of  women  ascribed  to 
pregnancy  or  childbirth,  including  abortion) 

Maternal  mortality  rate  per 

1,000  live  and  stillbirths  - 

” " " ” England  and  Wales  ' * 0.17 

* Calculated  from  the  last  foiir  available  quarters. 


22 


(68) 

'14.7 
,11.2 
11.6 
0.96' 


(15) 

(18) 


(15) 

U2) 


iS! 


17) 


26  (36) 


lUl 

- ( 1) 


lil 


- ( 1) 


- ( 1) 
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CAUSES 

OF  DEilTH 

Male 

Female 

Total 

319(6) 

Malignant  Neoplasm,  Lung,  Bronchus 

2 

( 2) 

1 

( 

2) 

3 

( 

319(7) 

Malignant  Neoplasm,  Breast 

- 

( -) 

2 

( 

3) 

2 

( 3) 

319(9) 

Malignant  Neoplasm,  Prostate 

1 

( -) 

- 

( 

-) 

1 

( -) 

319(11) 

Other  Malignant  Neoplasms 

- 

( 5) 

2 

( 

2) 

2 

( 7) 

321 

Diabetes  Mellitus 

- 

( -) 

1 

( 

1) 

1 

( 1) 

346(5) 

Other  Diseases  of  Nervous  System 

- 

( -) 

1 

( 

-) 

1 

( -) 

B28 

Ischaemic  Heart  Disease 

13 

(11) 

5 

( 

8) 

18 

(19) 

329 

Other  Forms  of  Heart  Disease 

1 

( -) 

2 

( 

1) 

3 

( 1) 

330 

Cerebrova-scular  Disease 

7 

( 3) 

5 

( 

7) 

12 

(10) 

346(6) 

Other  Diseases  of  Circulatory  System 

1 

( -) 

1 

( 

1) 

2 

( 1) 

B32 

Pneiraonia 

4 

( 2) 

2 

( 

1) 

6 

( 3) 

B33(l) 

Bronchitis  and  Emphysema 

1 

( 2) 

- 

( 

1) 

1 

( 3) 

B46(9) 

Other  Diseases,  Genito -Urinary  System 

2 

( -) 

1 

( 

-) 

3 

( -) 

B45 

Symptoms  and  111  Defined  Conditions 

- 

( -) 

2 

( 

-) 

2 

( -) 

BE47 

Motor  Vehicle  Accidents 

1 

( -) 

1 

( 

-) 

2 

( -) 

TOTAL  /iLL  CAUSES 

33 

(32) 

26 

(36) 

59 

(68) 
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To  the  Chairman  and  JJerabers  of  the 

Durnhan-on-Crouch  Urban  District  Council. 

Mr.  Chairman,  Madam  and  Gentlemen, 

I have  pleasure  in  presenting  my  report  on  the  work  carried  out 
by  the  Public  Health  Department  for  197^.  In  addition  to  26  Statutory 
Instruments,  there  were  three  major  statutes  made  in  1972,  The  Deposit 
of  Poisonous  Waste  Act,  The  Housing  Finance  Act  and  the  Local  Government 
Act.  The  reform  of  Local  Government  means  that  this  report  will  be  the 
last  made  to  the  Urban  District  Council. 

Once  again  Meat  Inspection  was  a major  factor  in  the  work  of  the 
department  with  more  than  double  the  throughput  of  1971.  It  is  interesting 
to  note  that  just  twenty  years  ago  meat  was  freed  from  ministerial 
control  for  the  first  time  since  1940  and  the  Minister  gave  approval 
for  a slaughterhouse  at  Drook  Farm.  In  1954  the  kill  was  234  animals. 

Ten  years  ago,  in  1964,  the  figure  had  risen  to  567.  In  1972  the  total 
throughput  was  9,556. 

For  many  years  the  Council's  policy  has  been  to  improve  houses 
rather  than  demolish  them.  Ten  years  ago  a survey  shov:ed  that  about 
30^  of  the  1,450  dwellings  lacked  standard  amenities.  Since  I962  a 
total  of  294  Improvement  Grants  have  been  approved. 

I have  to  express  my  ap  )reciation  to  the  Chairmen  and  Members  of  the 
Council,  since  I first  came  to  Burnham-on-Crouch  in  I966,  for  the  interest 
taken  in  the  work  of  the  department  and  for  the  help  they  have  given  me. 

I would  also  like  to  express  my  appreciation  to  the  Officers  of  the 
Council  for  their  co-operation  and  to  my  staff  for  their  loyal  support 
and  willing  help.  I would  particularly  like  to  pay  tribute  to  the  loyalty, 
willingness,  understanding  and  hard  work  which  Mrs.  Rezelman  has  given 
since  she  commenced  work  for  the  Burnham  Urban  District  Council  in  January, 

1951. 

I have  the  honour  to  be,  Mr.  Chairman  and  Gentlemen, 

Your  obedient  Servant, 

J.A.  Daynes, 

Surveyor  and  Chief  Public  Health  Inspector 
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FACTORIES  ACT  1961 
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There  are  28  factories  on  the  register.  Conditions  were  found  to  be 
generally  satisfactory  in  those  premises  visited. 

Plans  in  respect  of  new  factories  on  the  Springfield  Industrial 
Estate  were  forwarded  to  the  Factory  Inspectorate  to  ensure  strict  compliance 
with  the  provisions  of  the  Act  before  building  operations- were  commenced. 

As  required  by  the  Department  of  Health  Social  Security,  Appendix 
I to  this  report  sets  out  the  prescribed  particulars  on  the  administration 
of  the  Act. 


OFFICES  SHOPS  AI'JD  RAIL'7AY  PREMISES  ACT  1963 


Some  general  inspections  have  been  carried  out  during  the  year 
and  the  standards  found  have  been  by  and  large  satisfactory.  VHien  o^mers 
of  registered  premises  have  informed  the  department  of  their  intention  to 
carry  out  alterations  or  improvements  to  premises,  the  effects  have  been 
discussed  to  ensure  compliance  with  the  Act  and  Regulations.  The  prescribed 
particulars  required  on  the  administration  of  the  Act  are  set  out  in 
Appendix  II. 

ESSEX  COmTY  COmCIL  ACT  1932 

Houseboats  and  Jetties 


8 applications  were  received  from  owners  for  the  Council's  consent 
to  moor  a houseboat  and  in  certain  cases  erect  a jetty.  Approvals  were 
issued  in  respect  of  8 vessels  and  7 jetties. 

Waste  Pipes  from  toilets  are  required  to  be  sealed  off.  Chemical 
Closets  are  not  affected  provided  disposal  of  the  contents  is  at  the 
Disposal  Point  supplied  by  the  Council  at  the  old  Public  Conveniences 
underneath  the  Mini  Bar  on  the  sea  wall.  A key  to  the  Disposal  Point  has 
been  sent  to  every  houseboat  owner. 

RODEIW  CONTROL 


The  following  table  gives  details  of  the  inspections  made  and  action 
taken  Tinder  the  Prevention  of  Damage  by  Pests  Act  19^9. 


Type  of  Property 

Non  Agri-  Agri- 

Properties  other  than  sewers  cultural  cultural 


J.  Number  of  properties  in  district  2228 

2.  (a)  Total  number  of  properties  (including  nearby 

premises)  inspected  follov^ing  notification  98 

(b)  Number  infested  by  ( i^  Rats  47 

(ii)  Mice  26 

3.  (a)  Total  number  of  properties  inspected  for  rats  and/ 

or  mice  for  reasons  other  than  notification  412 

(b)  Number  infested  by  ( i)  Rats  18 

(ii)  Mice  14 


51 
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One  part-time  operator  for  Rodent  Control  is  employed  in  the 
Department,  Ministry  of  Agriculture,  Fisheries  Food  methods  of  control 
are  strictly  adhered  to.  N>  warfarin  resistance  has  been  detected  although 
the  situation  is  kept  under  constant  review. 

The  Council  continued  to  treat  private  dv/ellings  and  business 
premises  free  of  charge, 

Ualdon  Rural  District  Council  continue  operating  a contractural 
rodent  control  service  to  10  farms  in  this  district. 

HOUSIHG 


(a)  Area  Improvement 

Ho  imprcvenent  areas  have  been  declared  mider  Part  II  of  the  Housing 
Act  due  to  pressure  of  work  in  the  Department. 

(b)  Discretionary  Improvement  Grants 

10  applications  were  received  for  Discretionary  Grants;  all  of  the 
grants  v/ere  approved  and  were  in  respect  of  owner  occupied  houses. 

Improvements  v/ere  completed  in  7 dv/ellings  during  the  year. 

(c)  Standard  Improvement  Grants 

20  applications  were  received  for  Standard  Grants;  13  of  the  grants 
were  in  respect  of  o\raer  occupied  houses  and  7 were  for  tenanted  houses. 

18  grants  were  approved. 

(d)  Housing  Act  1969 t Part  III  and  Housing  Finance  Act  1972 

Rented  dwellings  in  good  repair  and  provided  with  standard  amenities 

Qualification  Certificates 

(i^  Applications  received  - - 7 

(ii)  Applications  granted  - - 2 

(iii)  Applications  refused  - - 3 

(iv)  Applications  outstanding  - 7 

Certificates  of  Provisional  Approval 

(i^  Applications  received  - 1 

(ii)  Applications  granted  - 1 

(iii)  Applications  refused  - 0 

(e)  Certificates  of  Disrepair 

No  applications  were  received  for  Certificates  of  Disrepair  under 
the  Rent  Act  1957. 
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(f)  Number  of  Dv/ellin/rs  erected 

(i)  By  the  Local  Authority 

(ii)  By  Private  Enterprise 
Houses 
Flats 

(iii)  By  Housing  Association 

(g)  One  house  v/as  converted  into  3 flats  by  the  local  authority  with  the 
aid  of  a Government  contribution. 

(h)  Unfit  Hous  es 


110 

5 

- 115 


Under  Section  l6  of  the  Housing  Act  1957  three  tenanted  houses  were 
found  to  be  unfit  for  hmian  habitation  and  not  capable  of  being  made  fit  at 
reasonable  expense.  Closing  orders  were  therefore  made  in  respect  of  these 
properties . 


Unfit  Houses  made  fit  and  Houses 

in  which  defects  were  remedied 

By  Oimer 

By  Local 
Authority 

After  informal  action 

After  Fonaal  Notice 

- 

1 

( al 

1 Public  Health  Act 

— 

— 

fb 

1 Housing  Act  1957 

— 

1 

(c ) 

1 Under  Section  72  Housing  Act  1969 

- 

- 

Summary  of  Notices 

Statutory  Notices  served  during  1972 

Public  Health  Acts  193^  - 1969  2 

Housing  Act  1957  1 

Statutory  Notices  complied  with  during  1972 

Public  Health  Acts  1936  - 1969  - 

Housing  Act  1957  - 

Informal  Notices  served  under  the 

Housing,  Public  Health,  Factories, 

Food  & Drugs,  Slaughterhouse, 

Q.S.R.P. , Caravan,  Clean  Air, 

Petroleira  and  Rent  Acts  during  1972 


Notices  served 
Notices  complied  v/ith 


38 

9 


MS/iT  INSPECTION 


The  neat  inspection  service  was  maintained  at  the  private  licensed 
slaughterhouse  and  all  animals  were  inspected  in  accordance  with  the  aiaended 
Meat  Inspection  Regulations. 

503  visits  were  made  to  the  slaughterhouse  and  a total  of  9556 
animals  were  killed.  The  Veterinary  Surgeons  carried  out  part  of  the  meat 
inspection  and  their  fees  amounted  to  £207-33  for  the  year.  The  revenue 
received  from  the  slaughterhouse  for  carrying  out  meat  inspection  duties 
during  the  year  was  £654-52.  The  particulars  of  the  carcases  and  offal 
inspected,  and  rejected  in  whole  or  in  part,  are  set  out  in  the  following 
table. 


4 tons  13  cwts.  59  Ihs.  of  neat  v/ere  rejected  as  being  unfit  for 
human  consunption. 

Cattle 

exclu- 

ding 


Cov/s 

I'luiiber  killed  and  inspected  1459 

All  diseases  except 

Tuberculosis  and 

Cysticerci 

V/hole  carcases  rejected  (for 

details  see  table  below)  1 

Carcases  of  which  some  part 

or  organ  was  rejected  277 

Percentage  of  the  nuaber 
inspected  affected  with 
disease  other  than  tuber- 
culosis and  cysticerci  19^ 

Tuberculosis  only 

Y/hole  carcases  rejected  - 

Carcases  of  which  some  part 

or  organ  was  rejected  - 

Percentage  of  the  nuaber 
inspected  affected  ivith 
tuberculosis  - 

Cysticercosis 

Carcases  of  which  some  part 

or  organ  was  rejected  1 

Carcases  submitted  to 

treatment  by  refrigeration  1 

Generalised  and  totally 

rejected  - 


Cows 

Calves 

Sheep  Goats 

Horses 

Total 

149 

38 

3386 

2 

4510 

12 

9556 

2 

2 

4 

4 

13 

53 

6 

467 

- 

762 

1 

1566 

yilo 

21J0 

Ihfo 

- 

17f^ 

8fo 

16^ 

- 

- 

- 

- 

24 

- 
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Cattle 

exclu- 

ding 

Cows  Cows  Calves  Sheep  Goats  Pigs  Horses  Total 


*\yhole  Carcases  Rejected 

Reason  for  Rejection 

Bruising  (extensive  and 
severe) 

Enaciation 

Eosinophilic  Ilyositis 
Fever 

Oedema  (Generalised) 
Peritonitis  (acute 
diffuse  septic) 
Pyaemia  (including 
joint  ill) 

Septicaemia 


1 1 

1 


4 


1 


1 


1 


1 

1 


1 

4 

1 

2 

1 

1 

1 

2 


Slaughtermen 

Five  persons  were  licensed  as  slaughtermen  (including  2 for  the 
slaughter  of  horses)  under  the  provisions  of  the  Slaughter  of  Ani;nals  Act  1958. 


Diseases  of  ilnimals  (V/aste  Foods)  Order  1957 


No  applications  were  received  during  the  year  for  licences  under  this 

Order. 


Slaughterhouse 

One  slaughterhouse  licence  was  issued.  An  application  Y:as  received  from 
the  owner  of  the  slaughterhouse  for  an  extension  of  hours  of  slaughter  due  to  an 
increase  in  the  kill.  Accordingly  the  hours  of  slaughter  were  fixed  from  7 a.m. 
to  6 p.u.  on  3 week  days  a week  and  from  7 a.m.  to  5 p.m.  on  the  2 remaining  week 
days.  The  throughput  at  the  slaughterhouse  has  doubled  during  the  year. 


FOOD  CO:iPL;iNTS 

Complaints  were  received  during  the  year  regarding 

(a)  A tin  of  grapefruit  segjnents  bought  at  a local  shop.  Wife  of 
complainant  had  a stomach  upset  one  hour  after  eating  some  segments 
for  breakfast  and  suspected  that  the  grapefruit  was  the  cause  of  the 
illness.  Remainder  of  tin  sent  to  Counties  Public  Health  Laboratories 
for  chemical  analysis  which  indciated  that  the  statutory  limits  for 
metals  were  not  exceeded  and  the  grapefruit  was  fit  for  human  consumption. 

(b)  Sour  milk.  No  action  was  talcen  as  container  used  by  complainant  was 
contaminated  with  vinegar. 

(c)  Cod  Roe  being  unfit  when  purchased  outside  the  district  v/as  passed  to 
the  Public  Health  Department  concerned.  Aa  inspection  was  made  and  a 
verbal  warning  given. 

(d)  A mouldy  apple  pie  bought  at  a local  shop.  Due  to  lapse  of  time  between 
date  of  purchase  and  complaint  no  action  could  be  taken. 
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(e)  Fly  in  sliced  loaf  of  bread  manufactured  outside  the  district. 
Council  recommended  that  no  legal  action  be  taken  and  a warning 
letter  sent  to  the  manufacturer. 

(f)  Damaged  l/3rd.  pint  milk  bottle  delivered  to  local  school. 
V/arning  letter  sent  to  supplier. 

(g)  Pork  pies  in  unwholesome  condition  sold  by  local  shop.  Severe 
warning  given  and  retailer  advised  of  the  Coxuicil's  concern. 

(h)  Chocolate  Flake  affected  by  heat.  Yearning  letter  sent  to 
local  retailer. 

(i)  Can  of  evaporated  milk,  manufacturers  explained  condition 
caused  by  phenomenon  knovm  as  milk  separation  and  no  action 
was  taken. 

(j)  Rancid  butter  bought  at  local  shop.  Warning  letter  sent. 

(k)  Fly  in  a tin  of  Cola.  No  legal  action  talcen  as  complainant 
not  prepared  to  give  evidence  but  warning  letter  sent. 

(l)  Dirty  milk  bottle.  Due  to  report  on  condition  of  dairy  and 
precautions  taken  no  legal  action  was  taken  but  v/arning 
letter  sent, 

(m)  Complainant  and  wife  both  had  stomach  upsets  after  eating 
sausages  bought  from  local  shop.  Warning  letter  sent  to 
retailer. 


REGISTERSD  FOOD  PREI.IISES 

In  accordance  with  the  provisions  of  Section  l6  of  the  Food  & Drugs 
Act,  1955,  21  premises  are  registered  for  the  sale  of  ice  cream  and  6 for  the 
purpose  of  the  preparation  and  manufacture  of  sausages  or  potted,  pressed, 
pickled  or  preserved  food  intended  for  sale. 

21  persons  are  also  registed  as  vendors  of  ice  cream  in  terms  of  the 
Essex  County  Council  Act  1933. 

Ice  Cream  is  not  manufactured  in  the  district  for  retail  sale. 


FOOD  BUSH-JESSES 

The  follov/ing  types  of  food 


Ice  Cream  21 

Grocery  Provisions,  Bread, 
Confectionery  2? 

Greengrocery  and  Fruit  6 

Wet  Fish  1 

Fried  Fish  2 


Hotels,  Restaurants,  Cafes, 
Clubs  and  Licensed  Premises 


business  are  conducted  at  59  premises 


Milk  Distributors  8 
Bakehouses  1 
Butchers  4 
Slaughterhouses  1 
Schools  3 


26 
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DATS  I^IAHKING  OF  FOOD 

During  the  year  spot  checks  were  carried  out  on  the  date  marking  of 
perishable  food  products.  It  was  found  that  several  retail  shops  were  still 
selling  goods  after  the  shelf  life  expiry  date  had  expired.  It  is  obvious 
that  the  open  date  marking  of  food  will  be  welcomed  by  the  consumer  when  the 
recomiaendations  by  the  Food  Standards  Committee  are  put  on  the  Statute  Book. 

SAI.1PLING 

(a)  Ice  Cream 

23  samples  of  ice  cream  were  submitted  for  bacteriological  exemination. 
22  were  placed  in  Provisional  Grade  I.  One  sample  was  placed  in  Provisional 
Grade  III  and  instructions  v/ere  given  to  the  vendor  regarding  the  sterilising 
of  serving  equipment.  The  follov;  up  samples  proved  to  be  of  a satisfactory 
bacteriological  standard. 

(b)  Oysters 

10  samples  were  submitted  for  bacteriological  examination.  3 of 
these  samples  were  taken  prior  to  relaying  in  the  River  Crouch  and  all  of 
these  samples  showed  signs  of  pollution.  The  remaining  7 samples,  taken 
after  relaying,  were  all  of  a satisfactory  bacteriological  standard. 

Certificates  were  issued  for  1^  tons  exported  during  the  year. 

During  the  year  approval  was  given  for  the  cleansing  of  oysters  by 
means  of  water  treated  by  ultra  violet  light.  The  cleansing  beds  to  be  used 
are  the  existing  oyster  tanlcs  adjacent  to  the  war  memorial  in  the  High  Street. 
These  pits  v/ere  previously  used  for  storing  oysters  and  it  is  thought  they 
were  used  even  in  the  1800s. 

The  oysters  for  cleansing  are  to  come  from  the  River  Roach  which 
was  subject  to  a Closing  Order  under  the  Public  Health  (Shellfish)  Regulations 
1934.  The  Order  was  made  by  the  London  Port  Health  Authority  and  covers  the 
River  Roach  and  its  tributaries.  The  order  means  that  no  shellfish  are  to 
be  taken  from  the  area  for  sale  for  hviman  consiomption  unless  they  have  been 
subjected  to  a satisfactory  process  of  cleansing. 

The  pits  are  to  be  completely  renovated  and  the  ultra  violet  method 
of  cleansing  ojrsters  installed.  This  system  consists  of  tanlis  filled  with 
sea  v/ater  in  which  the  oysters  are  placed,  the  tanlcs  are  fitted  with  draw  off 
pipes  and  pipes  to  spray  water  over  the  top  of  the  tanlcs.  The  water  that  is 
draxm  off  passes  to  a weir  and  above  this  is  situated  a source  of  ultra  violet 
light.  The  light  source  is  fitted  with  a reflector  designed  to  focus  the 
ultra  violet  rays  on  to  the  weir.  Sterilisation  of  the  water  is  effected  by 
irradiation.  After  irradiation  the  now  sterile  water  is  discharged  into  an 
aeration  tower  from  which  it  is  returned  by  jets  to  the  treatment  tanlis. 

The  advantages  of  this  system  is  that  there  is  a low  capital 
expenditure,  lovr  running  costs,  the  cleansing  period  is  only  two  nights  and 
little  Imowledge  or  skill  is  required  by  the  operator. 

The  work  of  converting  the  tanks  coiumenced  this  year  and  it  is 
anticipated  that  the  plant  will  be  operational  at  the  end  of  1973. 


(c)  Clans 
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A total  of  37  samples  of  clans  was  submitted  for  bacteriological 
examination.  2 of  these  were  in  respect  of  examination  for  salmonella 
organisms  but  no  organisms  were'  isolated.  Of  the  remaining  samples  3 showed 
signs  of  pollution  and  2 of  these  v/ere  in  respect  of  samples  taken  prior  to 
relaying  and  the  other  sample  was  prior  to  export.  A temporary  prohibition 
order  was  therefore  made  on  the  export  of  these  clams  until  satisfactory 
samples  were  obtained. 

Certificates  were  issued  for  10  tons  15  cwts.  exported  during  the 

year. 


FOOD  IIYGIBME 

During  the  year  regular  food  hygiene  visits  were  made  to  restaurants, 
cafes  and  all  catering  establishments.  During  one  routine  inspection  it  was 
found  that  one  restaurant  was  seriously  contravening  the  food  hygiene  standards. 
The  occupier  of  the  premises  was  requested  to  close  his  business  in  order  that 
the  necessary  work  could  be  carried  out  to  comply  with  the  Food  Hygiene 
Regulations.  This  request  was  complied  with  and  the  work  carried  out 


INSPECT lOII  OF  OTHER  FOODS 
Poultry 

Arrangements  were  made  during  the  year  to  carry  out  routine 
inspections  at  the  Poultry  Packing  Station  in  the  district.  The  ovaier 
arranged  to  notify  this  department  of  any  "suspect”  birds  which  were  then 
inspected.  The  tlrroughput  of  the  premises  was:- 

Ntuuber  Processed:  Hens  - 100 

Capons  - 320 

Turkeys  - 433 

Number  Rejected:  liens  - 4 fl9  lbs.) 

Capons  - 3 (20  lbs.) 

Turkeys  - 7 \1^  lbs.) 

WAT'-Hl  SUPPLY 

12  samples  of  water  were  talcen  from  the  mains  supply  and  submitted 
for  bacteriological  exaiaination.  All  samples  gave  satisfactory  results.  2 
chemical  samples  were  also  taken  and  the  results  are  given  in  Appendix  III. 

I am  indebted  to  the  Chief  Engineer  and  General  llanager  of  the  Essex  V/ater 
Company  for  chemical  and  bacteriological  results  from  the  Langford  V/orks 
which  are  also  set  out  in  Appendix  III. 

30  samples  from  private  supplies  were  submitted  for  bacteriological 
examination.  4 of  the'saiuples  shov/ed  signs  of  slight  pollution.  The  o^raer 
of  the  chlorination  plant  to  one  of  these  supplies  has  now  entered  into  a 
regular  service  contract  with  a maintenance  engineer.  The  o\mer  of  the 
other  well  has  now  instructed  a firm  to  install  a chlorination  dosage  plant 
and  this  could  solve  this  problem. 

3 samples  of  school  swirxiing  pool  water  were  submitted  for 
bacteriological  examination.  One  sample  showed  signs  of  slight  pollution 
but  this  sample  was  taken  prior  to  chlorination. 


DRAn-IAGB 

Sewa/TQ  Troatnent  V/orks 
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Durin/r  the  year  nirierous  coiaplainta  wt>re  roooivafl  regarding  the 
snell  from  the  Coinicil's  sewage  works.  Investigations  were  carried  out 
and  the  Council  have  nov/  decided  to  dispose  of  sludge  on  agricultural  land 
by  neans  of  a tanlcer.  The  sludge  will  be  spread  on  land  well  av/ay  from  any 
populated  area. 

There  were  26  cesspool  enptyings  carried  out  by  a private  firm  of 
contractorn  on  behalf  of  the  Coiincil.  The  number  of  enptyings  varied  between 
nil  and  4 per  house.  The  Council  operates  a free  emptyihg  service  for  the  33 
properties  unable  to  connect  to  the  sewers. 


BRrjynLL  i-iucLBim  gsnbiliting  station 

LOCAL  LLIISON  COID.IITTEB 


I continue  to  represent  the  Coxmcil  on  this  Coonittee.  The  Environ- 
mental lionitoring  has  continued  to  show  satisfactory  readings  for  Gamma 
Radiation,  Strontium  90  in  Milk  and  Beta  Radiation  a.nd  Zinc  65  in  oysters  in 
the  area. 


c;jLiv;iN  im  camping  sites 


There  are  two  private  sites  in  the  district,  one  of  140  caravans 
and  the  other  of  150  units  (including  provision  for  8 chalets).  The  Council 
has  a site  for  50  caravans. 

PETROLSUI^I  ACTS  AID  R^GURITIOMS 


No.  of  licences  renewed  to  store  petroleum  spirit  in  underground 

tanks  - 8 

” *'  " " " ” '*  " at  can  stores  - 1 


Total  quantity  of  petroleum  spirit  stored  — 10,000  gallons 
Income  from  licences  - £24-00. 


Council  Houses 


The  Council  owns  234  dwellings  and  the  management  and  maintenance 
of  these  is  the  responsibility  of  this  department.  3 Council  houses  were 
sold  to  tenants  during  the  year.  In  addition  to  the  one  full  tine  Craftsman 
a Plumber,  a Joiner  and  two  Painters  were  employed  on  Council  House 
maintenance. 

The  depvartment  carried  out  322  orders  for  repair  and  maintenance  at 
a cost  of  approximately  £5908-34.  39  orders  were  given  to  outside  contractors. 

One  3 storey  house  was  converted  into  three  flats  during  the  year 
with  the  aid  of  a Governaent  contribution. 

One  4 bedroom  house  vms  purchased  during  the  year. 
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APPE^^)IX  I 


i\NNUAL  REPORT 

IN  RESPECT  OF  THE  YEi\R  1972  FOR  THE 
URB/;N  DISTRICT  OF  BURNHi\M-ON-CROUCH 
II>J  THE  COUI'JTY  OF  ESSEX 

PRESCRIBED  P/iRTICUL'JlS  ON  THE  /iDMINISTR/lTION 
OF  THE  FACTORIES  ACT.  1961 

p;jlT  I OF  THE  ACT 

1 - INSPECTIONS  for  purposes  of  provisions  as  to  health  (including  inspections 
uade  by  Public  Health  Inspectors). 


Premises 

(1) 

Number 

on 

Register 

A) 

Nxjmber  of 

Inspections 

(3) 

V/ritten 

Notices 

(4) 

Occupiers 

Prosecuted 

(5) 

(i)  Factories  in  which  Sections 

1,  2,  3>  4 and  6 are  to  be 
enforced  by  Local  Authorities 

(ii)  Factories  not  included  in  (i) 
in  which  Section  7 is  enforced 
by  the  Local  Authority 

(iii)  Other  Premises  in  which 

Section  7 is  enforced  by  the 
Local  Authority  (excluding 
Outworkers  Premises) 

3 

2 

- 

- 

20 

8 

- 

- 

5 

2 

- 

- 

Total 

28 

12 

- 

- 

2 - Cases  in  which  DEFECTS  v/ere  found 

(if  defects  are  discovered  at  the  premises  on  two,  three  or  more  separate 
occasions  they  should  be  reckoned  as  two,  three  or  more  cases). 


Particulars 

(1) 

Number  of  cases  in  which  defects 
were  found 

No.  of  cases 
in  which 
Prose- 
cutions 

were 

instituted 

(6) 

Foxmd 

(2) 

Remedied 

(3) 

Referred 

To  H.H.  By  H.M. 

Inspector  Inspector 

(4)  (5) 

V/ant  of  cleeinliness  (S.l) 

Overcrowding  (S.2) 

Unreasonable 

temperature  ' 

Inadequate  ventilation  (S.4) 

* 

- 

- 

- 

- 

- 

— 
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Particulars 

(1) 

Niriber  of  cases  in  which  defects 

were  found 

No.  of  cases 
in  which 
Prosecutions 

were 

instituted 

(6) 

Found 

(2) 

Remedied 

(3) 

Referred 

To  H.LI.  By  H.M. 
Inspector  Inspector 
(4) (5) 

Ineffective  drainage  of 

floors  (S.6) 

Sanitary  Conveniences  (S.7) 

(a)  Insufficient 

(b)  Unsuitable  or 

defective 

(c)  Wot  separate  for  sexes 

Other  offences  against  the 

Act  (not  including  offences 
relating  to  Outwork) 

- 

- 

Total 

, , 

. 

P.mT  VIII  OF  TIE  ACT 


OUTV/OEII 

(Sections  IIP  and  III) 


Section  110 

Section  111 

Nature 

of 

Work 

(1) 

No.  of 
out- 
workers 
in 

August 

list 

required 

by 

Section 

no|i|(c) 

No.  of 

cases 

of 

default 

in 

sending 
lists 
to  the 
Council 

(3) 

No.  of 
Prose- 
cutions 
for 

failure 

to 

supply 

lists 

(4) 

No.  of 
instances 
of 

work 

in 

unwhole- 

some 

premises 

(5) 

Notices 

served 

(6) 

Prose- 

cutions 

(7) 

) Making 

Wearing  1 

apparel  | 

) Y/ashing 

Total 

- 

- 

- 

- 

- 

- 

.\PPENDIX  II 


OFFICES.  SHOPS  im  miLY/AY  PRSl IISES  ACT  1963 

Particulars  to  be  included  in  the  annual  reports 
to  the  Department  of  Employraent  by  local  authorities 
and  the  London  County  Council  under  section  60. 

Name  of  Authority:  BIMCLUi- ON-CROUCH  DISTRICT  COITNCIL 


T/J3LE  A - REGISTR.'lTIONS  i'RR)  GSlRilR/xL  INSPECTIONS 


Period  covered  - Year  1972 


Class  of  premises 

Number  of 
premises 
registered 
during 
the 

year 

Total 
Nvimber  of 
registered 
premises 
at  end 
of  year 

Number  of 
registered 
premises 
receiving 
general 
inspection 
during  the 
year 

(1) 

(2) 

(3) 

(4) 

Offices 

1 

7 

4 

Retail  shops 

4 

45 

45 

Wholesale  shops,  warehouses 

- 

- 

- 

Catering  establishments,  open 

to  the  public,  canteens 

2 

7 

9 

Fuel  storage  depots 

- 

- 

- 

Totals 

7 

59 

58 

TABLE  B - mffiER  OF  VISITS  OF  ALL  RINDS  BY  INSPECTORS  TO  REGISTERED  PREIvilSES 


100 
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TABLE  C - ill-IALYSIS  BY  ’.'/OBXPLTCE  OF  PERSONS  E.IPLGYED  IN 
REGISTERED  PREI.IISES  AT  EtJD  OF  YEi\R 


Class  of  workplace 

Nvimber  of  persons  employed 

(1) 

TrI 

Offices 

41 

Retail  Shops 

123 

Wholesale  departments, 
warehouses 

Catering  establishments 
open  to  the  public 

32 

Canteens 

- 

Fuel  storage  depots 

- 

Total 

196 

Total  Males 

49 

Total  Females 

147 

.'U.^PIJMDIX  S{I  (uOTrrP. ) table  D - Exemptions 


)uring  the  year 

Ho. 

of  exemptions 

No , of 
applications 

Appeals  to 
Courts 

• \ 

No,  of 

against  refusal 

ClJvss  of  premises 

exemp- 
tions 
\currait 
^ end 
ofN^rear 

Newly- 

granted 

Extended 

Expired 

or 

withdrawn 

Opposed 

Refused  employees 

to  grant  or 
extend  an  exemp- 
tion or  against 
the  v/ithdrawal 
of  an  exemption 

No. 

No. 

(2)  \ 

(?) 

H),., 

(?■)..-  ■ 

(6)  (7) 

made 

(8) 

allowed 

(9) 

Part  I-space  (sec.  3(^ 


Offices  \ 

Retail  shops  \ 

Wholesale  shops, \ 

warehouses  \ 

Catering  establish-' 

raents  open  to 
public,  canteens 

Fuel  storage  depots 

\ Part  Ilrtempera^re  (sec. 

S) 

Offices 

> 

Retail  shops 

V/holesale  shops, 
warehouses 

Catering  establish- 
ments open  to 
public,  canteens 

■ 

Fuel  storage  depots 

Part  Ill-sanitc-ry  conveniences  (^c.  9) 

Offices 

Retail  shops 

V/holesale  shops, 
warehouses 

Catering  establish- 
ments open  to 
public,  canteens 

Fuel  storage  depots 

Part  IV-washing  facilities 

(^4ec.  10(1)  )<^  \ 

Offices 

Retail  shops 

V/holesale  shops, 
warehouses 

Catering  establish- 
ments open  to 
public,  canteens 

Fuel  storage  depots 

\ 

V- 
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T.YBLE  E - PROSECUTIONS 


Prosecutions  instituted  of  which  the  hearing  was  completed  in  the  year. 


Section  of  Act  or 
title  of  regulations 
or  order 


Number  of 
informations 
laid 


Number  of 

informations  leading 
to  a conviction 


Number  of  complaints  (or  summary  applications)  made  under  section  22. 
Number  of  interim  orders  granted 


TABLE  F - PJSPECTORS 

Number  of  inspectors  appointed  mider  section  5l(l)  or  (5)  of  the  Act..? 

Number  of  other  staff  employed  for  most  of  their  time  on  work  in 
connection  with  the  Act 


None , 


APPENDIX  III 


CHEIvIICAL  Mi'JjYSES  OF  S/uMPEES  OF 
I^LIINS  WATER  SUPPLY 


CHE^vIIC/iL  RESULTS 

IN  R\RTS  PER  MILLION 

Sample  (a) 

Sample  (b) 

Coloxir  (llazen) 

7 

7 

pH 

8.3 

8.6 

Electrical  Conductivity 

710 

700 

Chlorine  in  Chloride 

70 

72 

Total  Hardness 

140 

140 

Nitrogen  in  Nitrate 

11 

11 

ilmmoniacal  Nitrogen 

0.00 

0.00 

Albuminoid  Nitrogen 

0.15 

0.17 

Metals:  Iron 

0.22 

0.10 

Zinc 

0.12 

0.04 

Copper 

0.09 

Absent 

Lead,  Manganese 

Absent 

Absent 

Turbidity 

Nil 

Nil 

Odour 

Nil 

Nil 

Free  Carbon  Dioxide 

Absent 

Absent 

Dissolved  Solids  dried  at  180°C. 

485 

480 

Alkalinity  as  C0_ 

35 

35 

Nitrogen  in  Nitrite 

Absent 

Absent 

Permanganate  Value 

1.3 

1.2 

Residual  Chlorine 

0.06 

0.12 

Romarks 

Sample  (a)  - taken  27.  3.7^^ 

This  sample  is  clear  and  bright  in  appearance,  faintly  alkaline  in 
reaction  and  free  from  metals  apart  from  minute  traces  of  iron,  zinc  and 
copper.  The  hardness  of  the  water  is  very  moderate  and  it  contains  no 
excess  of  mineral  or  saline  constituents  in  solution. 

These  results  indicate  a pure  and  wholesome  water  suitable  for 
drinlcing  and  domestic  uses,  from  the  aspect  of  the  chemical  analysis. 

Sample  (b)  - token  27.  3.72 

This  sample  is  clear  and  bright  in  appearance,  faintly  alkaline  in 
reaction  and  free  from  metals  apart  from  very  minute  traces  of  iron  and 
zinc.  The  hardness  of  the  water  is  very  moderate  and  its  content  of 
mineral  and  saline  constituents  is  not  considered  excessive.  The  water 
is  of  satisfactory  organic  quality. 

These  results  indicate  a softened  water  from  a river  - or  reservoir 
derived  source.  They  indicate  a pure  and  wholesome  water  suitable  for 
drinIcing  and  domestic  uses  from  the  aspect  of  the  chemical  analysis. 


APPENDIX  III  (CONTD.) 

ESSEX  WATER  COMPANY 

AVERAGE  AI'JALYSES  OF  PURIFIED  V/ATER 

PASSING  TO  SUPPLY  FROM  L/iI>IGFORD  WORICS 

1972 

(Milligrammes  per  litre,  except  v;here  stated) 


CHEMICilL  EXAMINATION 

Elect.  Conductivity  uS/cm  706 

pll  value  9.1 

Chloride,  Cl.  85 

Total  Oxidised  Nitrogen  8.8 

o-Phosphate  POj^  0.33 

Hardness,  non-carb.  102 

Hardness,  carbonate  45 

Hardness,  total  147 

Free  ammonia  (N)  0.19 

Albuminoid  Nitrogen  0.14 

Permanganate  Value  (4h/27^)  1.15 

Iron,  Fe  0.07 

Fluoride,  F 0.24(a) 

BACTERIOLOGICAL  EXiuIINAT  ION 

No.  of  Tests  during  year  3^5 

^ of  samples  free  from 
E. coli 

(Type  l)  in  100  ml.  100 

^ of  samples  free  from 
Coliform  bacteria 

in  100  ml.  99.7 

Maximum  count  of 
coliform  bacteria 
per  100  ml. 


2 


